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R7T.3TT. 2198(3T).—TT^Tftr, 1 2009 ft 1c HT#q TSRi sfc tol to toft*n "w” wf 

toft wr T^'^n fthfttoft ftaicR ft to fa*(FT ftft % *w*Rr atoto ton torto toi 

qR'xs clou SlftRnft Jfiifnci ft facPR ^>T ^ ^ I 

2. Wffa ^RT to ton to tofti*I “TS” ton Wf ft to*H ft* toWcR RiHI^K t :- 

(0 toto *rT W ^ ij tor ^muir to fadto wf ft to ^ ton arftoto 
toto*t I 

(ii) ^TtT nft toft ftt 3Tf?RJ^T ftft W fatWH *T(ff toft ^51 3RWH ftol ^RHI I 

(iii) ftcfT to? ftftfft ^PRiff, WOT *=fffcT 3TTf^ fWR7 *M&|| ft ftftftr f^RT 3TJ^T ft tot 

to'snto i 

(iv) toto wfc ^rt to ^jufrm ton to Irtt ifen toT ton toW ft Ptffid mtoift to wf 

totor ’sntonft ftt vifftift* «fi toft (to), \<4i*4iK toft "5KI ton i 

(v) ftofto toft ftt ftt ^rrc; tto, 'anj^Ki (iii) ft "stotto toft tofttol ft nltoq Mft' 

■^TT ^TRfapR rT®TT ft f^R fft'H'ldft ^fnfd ^T TPiRSR «FT^ toft fftT-yfafX’i ft 

yVHWfH«h ft f^R ^SRT ftsTT ftiRR ^T “SF^ (fftcfSIcI ft W>), TR* toPI 

intor^ tor i 
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MINISTRY OF COMMUNICATIONS AND INFORMATION TECHNOLOGY 
(Department of Telecommunications) 

RESOLUTION 

New Delhi, the 20th August, 2009 • 

S.O. 2198(E).—The President is pleased to order amalgamation of IP & TAPS Group ‘B’ cadre consisting of 
Assistant Accounts Officer, Accounts Officers and Sr. Accounts Officers of both the Department of Posts and 
Department of Telecommunications of Ministry of Communications and Information Technology with effect from 
1 st September, 2009. 

2. The salient features of amalgamation of 1P&TAFS Group ‘B’ Accounts cadre are as follows:—; 

(i) The existing R/Rs would be repealed and new Recruitment Rules (R/Rs) for amalgamated cadre shall be 
notified. 

(ii) Till notification of new R/Rs, existing R/Rs would be followed. 

(iii) The detailed instructions regarding modalities pertaining to service conditions such as training needs, 
transfer policy, etc. would be issued subsequently. 

(iv) The codified powers of the appointing authority and cadre controlling authority of amalgamated 
fP&TAFS Gr.‘B’ Accounts personnel at Apex level would be exercised by the Member (Finance), 
Telecom Commission. 

(v) Head of Postal Accounts Organisation (at present DDG PAF), Department of Posts would be the nodal 
authority for day to day administrative matters relating to maintaining seniority of the merged cadre, 
conducting DPC for promotion and implementation of policy decisions of the cadre controlling authority 
mentioned in (iii) above. 

[ No. 27-1/2006-SEA II (Vol. VI)] 
P. K. SINHA, Dy. Director General (FEB) 
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